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PART HI 

Stores Purchase 


Medical Education Department 

TENDER NOTICE 

No. C3/4796 (1)/2012/MCT. 1st December 2012. 

Sealed competitive tenders in the form prescribed are 
invited for the supply of the following items required for 
the Department of Blood Bank, Medical College, 
Thiruvananthapuram. Tender should be superscribed, 
tender numbers and addressed to the Principal, Medical 
College, Thiruvananthapuram-695 Oil. Details can be had 
from this Office on working hours till 3.30 p. m. 

Tender No.— 232/12. 

Name of equipment—Blood Bank Refrigerator— 
2 Nos. 

Cost of tender form (Inclusive of Sales Tax): 

Original—' 1,680. 

Duplicate—' 840. 

Last date and time for sale of tender form— 

10- 1-2013, 2.30 p. m. 

Last date and time for receipt of tender form— 

11- 1-2013, 2.30 p. m. 

Date and time of opening of tender—11-1-2013, 3 p. m. 


Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
(' 50) is sent by way of Money Order in favour of 
the Principal, Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 Oil. Money Order should reach this 
Office on or before 1-1-2013 at 3 p. m. No other forms of 
remittance will be accepted. 

(miffljtucnamnjjao oaonlcsoos e<ft>ocBgssl6)£j small 
6moffi>1(smc8fflomaa^ao<i» «noe>9 njocmjan gn_ic&,ffl6mo ailanosmo 
6)iijc^j(m85)ltn BcS^ejocrujcftoS ce^orilcaffljcroj. i3(8^ejo 

arujcftuS racSnejocru mameraosjce^sl ODlcraul®) «5)1cr»(mlc9S)ji2jfnj 
(.nJlaamilnjoaa, fflaajuIcKxaS c<ft,oegs, 8n1ojajmamnJ2rao-695 on 
Cicero ailejoancarmlfaS ng)C3rro1jyiffllQ<flS)6re(roosrh. 












[3(3‘iejocn) cnoutS— 232 / 12 . 


gnJca>ffl6mrarari6KT3 ttnjffl—amon amoa oianleseoocS— 

2 "a)®]® 0 - 

ratSriejocro (BnCoorarmloaS ailei (rnlrfcjajtoScMo); 
raracruraS—' 1,680. 

cro ’ 

0JD\)ailGc96)O-' 840. 

do 6V) O 

ra^riejocru Ganooo ailroStesijcm raraajcruom roildsanlaDjo 
crufflaaxujo—10-1-2013, 2.30 asrrfl. 

ra^riejocru Ganooo cru/lc&ffllcea^crr) cmacucruom ro/’looxtntojo 
cruffldDajjo—11-1-2013, 2.30 aanbl. 

ra^riejocru (mjotesijcm raildstmlcffijo cruaaixujo—11-1-2013, 

3 ffl6TTfl. 

s^riejocru (BaD0O63T3«l (oinJoeilraS eajansaicS rarecoxsscwij 
crD«»1cr)jcs(U6ne (' 50) rareculc&aocoil (OT3<i2)<ii>cBces>ans«r>oanD. 

3(3nejocru CaDOORSirolfflci^ culei rare; aolcrdl rail ucnralego aaml 
es»0(3cu)c8 rairajcscmo muld^ftflcesijanDrawarn. (graejoacaigsisa 
a®eio rarecsnJdMdcaigjo rrilfflfn31c0S)jaTxmo6m. CciDootKmroofflso^o 
mjt,3nJL85)63i3eS3 (aeofflanffi/leijo Gauo<&>£)6)®cty i c&,csQO caremxiMfflocrci 
oreiojaa v6icijSiS)ift)06ngi33(mio earatSajlejocruo aj^teanmeioraimoijaiOQa) 
2iSTT)lcs(r»o^ajDOjtft)a3 mlraarfloKijcrnanoarf). aamltscmoRSajDOjc&c/i 

OJIPl (8cin0O6ST3C/5 C3T5|(Uaa^S)ri ; j§Jfflca)06TBJgg C3T3(BnJc0ii(ca.(^ 6D'T) 

{3re)aD°lom1«53 1-1-2013-CD ajOQJ d9d§1®nffllc06>6TT)o. (moacnil^lj 
(ftflgjan m6m1ecmo(3aDOjcft>c/5 cnlfflcnil<9S)jcm«j)06no. 3(3nejocru 
GclQooo 6i6)ca>i2ioooa3 njoslejoraroianjo aolcesiraS raras^ (roj<e> 
cftTIgjanDOTijaej. (mofflcrulipa/lgjaT) racS^ejocruje&oS 
<i2)O08S)oraj .aofflsmajaDoejjo cruj°l<ft>ffl1c9S)jcmDcmej. cftjsjoxaS 
njlnjffl6SBa3 t,oJtii^«5TS)l 3lajcru63T3glR53 sD n o (3ira)a£i°lcnilro3 cblanjo 
eje1<ss)jcm«r)06rn. 

Medical College, (Sd.) 

Thiruvananthapuram. Principal. 

RE-TENDER NOTICE 


No. C8-16975/2011/MCT. 1st December 2012. 

Sealed competitive tenders in the prescribed proforma are invited for the purchase of the following items required for 
the Superintendent, Government Medical College Hospital, Thiruvananthapuram. Tenders should be superscribed tender 
number and addressed to the Principal, Government Medical College, Thiruvananthapuram, Pin-695 Oil. Details can be had 
from this office on working hours till 3.30 p. m. 

Tender No.—22/2012. 

Name of Item—Books. 

Department—Central Library. 

Cost of tender form (Inclusive of VAT): 


Original—' 525. 
Duplicate—' 263. 


Last date and time for sale of tender form—10-1-2013, 3 p. m. 

Last date and time of receipt of tender form—11-1-2013, 2.30 p. m. 

Opening date and time of tender—11-1-2013, 3 p. m. 

Tender forms will be sent through post if required provided due amount with sufficient postage charges 
(' 50) is sent by way of Money Order in favour of the Principal, Government Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 OIL Money Order should reach this office on or before 27-12-2012. No other form of remittance will 
be accepted. 

(mlffljcucnawnjjoo 6saajDlce6)K53 <Sc&>o(Bg8?l6S£j g&ogqbi 630an aCO(3i2i(Tu^§1c06X!53 rrucQ>a3cnjlcsejcSffl rarajmcra^aocn) crooas> njocmjano 
<Tuocjom63Ba3 ail85)ffl6mo OrucsgijaTKrolrn cnla&ilcro eanooRsrrolraS 3(3‘'*ejoarajcft>«3 cMd6m1iUffl(ft,oggjaDj. o (3 <^ei aerojet c/3 

Q(3<ieiocTu cnarueraosjc&qsl mlimflcro cmlcm(m1<ss)j ajern 6)a cujIcSShoS <Sc&>o csgss erb it.joc/3, offlcusltsssras 
Gc&oegss, (m1rajcucncKr)rujfflo-695 on n^om ajIeiomsrairolKsS n^rarroljyiralcscsfflsnecmosrn. 

3c3<ieiocnj cnandS— 22 / 2012 . 

cnsouscnc!siTOl6)r$ Gnj®—6njj<es)cru. 

0JL)1iT : |0(3§fflaag''—6>(roa3i.SG53 6S6S£it6rnol 

BcSaeiocri) csnnoo(mml6xi^ ailej (criltft.jcmlasjaSfflajffls): 
carecnsraS—' 525 . 

cro 

C/affl1n_|o93(3(jj-' 263. 

3(3(iejoom Gaoooo ailraScessjcro careaicnxsco cro'tocro'lcffljo cnsacnjajjo— 10 - 1 - 2013 , 3 asrril. 

a(3aejoom Gaoooo (TujIc&ffllcreijanD (araaicnsocn crolcnxroloffijo crufflcr»ajjo— 11 - 1 - 2013 , 2.30 fflanbl. 

G^aeiocru GaDOOo crojocessjem cro'tocro'loQsjo aroaooxnjo— 11 - 1 - 2013 , 3 a6ml. 

csa£ioo63raa3 cmoJoeilroS csai6ngai(3 cmacoscraceojancrolcnjGciJCTB (rojca> (' 50 ) raraailcafflocml caracrscmeceosneanosrn. 3(3>^ejoom 
GaDoocrorolooig oilei aoonlcnilraS god®1g§o a6mlGcx2>0(3cux3 rarajGcrao crojIcftolceojanDcroosrf). c3re£i06Hro<r»jgg n^jejo careGoJdMdc&gjo 
cn1fflcnilc9S)jcrnano6nb. GaCOOGGSirooosonjo aji3nj(.(ro63BGgo rnGgacroBfleijo eajDOca^jssaagjcacsgo rare era cs<0S)oa3 rarejaicra^sso-igj 
astaosrejgganjo emasSculeiocruo m^cscroaejorairocrojaocra m6rr)lecs»o(3cu)ojcac(3 cnlraaisIcMjanDcroosrf). m6rolGcrao(0cu)O3d9>c/5aj‘pl Ga00063i3c/3 
C3re)(uca)^6)n : |§j6) ( ft,0 6 ne 2 gg rareGnJt&adcft>«3 gsD fflOaolaralraS 27 - 12 - 2012 -cnj ajoSnj ca 1 §lcml 0 l(es)smo. (rooacnslijj <&>1§jcrn 
asroleasocScusojcauS rolracrblcsssjcrncroosrfi. srS^cxtu Gaoooo 6)6)caaoooo3 nj 0 si eio astro ass jo aralcKsraS raras^j crojea asslasl^jj 
calgjanDassjmei. assommilijj >al§j(m 3c3^ejocns3<ft>c/3 craosscrooraj .aoresmcuaaoejjo crujlcadlceajcmcroej. cajsjassasS ailai®63i3a3 ip-im^rarrol 
3laicns63i3glGs3 goT) csrajnnlcnjlasS cblcmjo ejelcWsjorTxroosrn. 


List of Books for Book Bank Scheme 2011-12 


SI. 

No. 

Title 

Author 

Publisher 

Edition 

No. of 
copies 

(1) 

(2) 

(3) 

(4) 

(5) 

(6) 


Department of Anaesthesiology 





1 

The management of pain 

Prys Roberts 

Butterworth 

Latest 

1 


Department of Anatomy 





2 

Essentials of anatomy - 3 volumes 

AK Datta 

Current book 

international 

Latest 

2 

3 

Clinical anatomy for students-problem 
solving approach 

Neeta V. Kulkami 

Jaypee 

Latest 

2 

4 

Clinical anatomy for medical students 

Richard S. Snell 

Lippincot Williams 
and Wilkins 

Latest 

1 

5 

Clinically oriented anatomy 

Keith L. Moore 

Lippincot Williams 
and Wilkins 

Latest 

2 






(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

6 

Bailey’s text book of microscopic anatomy 

Kelly 


Latest 

1 

7 

Essentials of human embryology 

AK Datta 

Current book 

international 

Latest 

2 

8 

Basics of Medical Genetics 

GPPal 


Latest 

2 

9 

Essentials of Human genetics 

Bhatnagar Kodhari 
and Lopo meta 


Latest 

2 

10 

Texbook of clinical neuro anatomy 

Vishram Singh 

Elsevier 

Latest 

2 

11 

Neuro anatomy part 4 

AK Datta 

Current book 

international 

Latest 

2 

12 

Cunningham’s text book of anatomy 

Theory 

Oxford Medical 
Publishing 

Latest 

1 


Department of Applied Nutrition 





13 

Nutrition and child development 

K E Elizebeth 


Latest 

3 

14 

H/b of clinical nutrition 

Heimburger 

Vikas Medical Book 

House 

Latest 

1 

15 

Nutrition and diagnosis-related care 

Escott-stump 

Ahuja 

Latest 

1 


Department of Biochemistry 





16 

Text Book of biochemistry for medical 
students 

Vasudevan, Sreekumary 

Latest 

4 

17 

Medical Biochemistry 

Bhagvan 

Ahuja 

Latest 

2 

18 

Text Book of Medical Biochemistry 

Chatterjee 


Latest 

3 

19 

Text Book of Biochemistry for medical 
students 

Sathyanarayana 


Latest 

2 

20 

Biochemistry 

Berg Strayer 

Ahuja 

Latest 

3 


Department of Cardiology 





21 

Fundamentals of ECG 

Vipin Gupta 

Arya publishing 
company 

Latest 

2 

22 

Johns Hopins University Text Book of 
Dyslipidemia 

Kwiterovich 

Lippincott 

Latest 

1 

23 

Adult congenital heart disease 

Thorne sones 

Oxford University 
Press 

Latest 



Department of Community Medicine 





24 

Park’s Text Book of preventive and 
social medicine 

Park 


Latest 

3 

25 

Introduction to health statistics 

Swaroop 


Latest 

1 

26 

Public health and Preventive medicine 

J M Last 


Latest 

1 

27 

Text Book of Preventive and social 

medicine 

Bhaskara Rao 


Latest 

1 


Department of Dermatology and Venerolgy 





28 

IAL textbook leprosy 

Hemanta Kumar Kar, 

Jaypee 


2195 


Bhushan Kumar 




(1) 

(2) 

(3) 

(4) 

(5) 

(6) 


Department of ENT 





29 

Diseases of ENT 

Dhingara 

Elsevier 

Latest 

5 

30 

Text Book of ENT Diseases 

Maqbool 

Jaypee 

Latest 

3 

31 

Ent diseases 

Bhargava 

Usha Publications 

Latest 

2 

32 

Text Book of diseases of ENT 

Disease 

Ramanjaneyulu 

Sree Sai Ram 

Graphics 

Logangerner 

Latest 

2 


Department of Forensic Medicine 





33 

Text Book of Forensic Medicine and 
Toxicology 

P. C. Dikshit 

Pee Pee 

Latest 

2 

M 

The Essentials of Forensic Medicine 
and Toxicology 

K. S. Narayana Reddy Om Sai Graphics 

Latest 

2 

35 

Principles and practice of forensic 
medicine 

Umadethan 

Swamy Law 
Publishers, Kochi 

Latest 

3 

36 

Forensic medicine 

Guharaj M. R. 
Chandran 

Orient Longman 

Latest 

2 


Department of Medicine 





37 

Harrison’s Principles of Internal 

Medicine 

Anthony S Fauci 

Me Graw Hill 

Latest 

4 

38 

Davidson’s Principles and Practice 
of Medicine 

Boon 

Churchill and 
Livingstone 

Latest 

3 

39 

Kumar and Clark Clinical Medicine 

Kumar and Clark 

Saunders 

Latest 

3 

40 

Current Medical Diagnosis and 

Treatment 


Me Graw Hill 

Latest 

2 

41 

Macleod’s clinical medicine 

Graham Douglas 

Churchill and 
Livingstone 

Latest 

3 


Department of Microbiology 





42 

Text Book of Microbiology 

Chakraborthy 


Latest 

2 

43 

Microbiology in clinical practice 

Shanson DC 


Latest 

2 

44 

Text Book of Microbiology 

Anan thanarayan 


Latest 

4 

45 

Medical microbiology 

Greenwood 


Latest 

2 

46 

Bailey and Scott’s Diagnostic 

Microbiology 

Forbes Sahm 


Latest 

2 

47 

Text Book of Parasitology, Protozology 
and Helminthology 

Chatterjee 


Latest 

1 

48 

Parasitology 

Chatterjee 

CBS Publishers 

Latest 

2 


Department of Obstertics & Gynaecology 





49 

Text Book of Obstetrics Gynaecology 

Sheela Balakrishnan 


Latest 

3 

50 

Text Book of Obstetrics 

Datta 


Latest 

3 

51 

Gynaecology 

Robert Shaw 

Elsevier 

Latest 

1 

52 

Text Book of Obstetrics 

Datta 


Latest 

3 

53 

Novak’s Gynaecology 

Koeppan & Stanton 

Elsevier 

Latest 

1 




(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

54 

Williams Obstetrics 



Latest 

1 

55 

Wilfred Shaws Text Book of 

Gynecology 



Latest 

1 

56 

Clinical Obstetrics 

Mudaliar and Menon 


Latest 

2 


Department of Ophthalmology 





57 

Text Book of Ophthalmology 

Khurana 


Latest 

2 

58 

Clinical Ophthalmology 

Kanski 


Latest 

2 


Department of Orthopaedics 





59 

Operative techniques 

Crawford Adam’s 


Latest 

2 

60 

Outline of Orthopaedics 

Adam’s 


Latest 

1 

61 

Text Book of Rehabilitation medicine 

Howard 


Latest 

2 

62 

Text Book of Orthopaedics and 
Grammatology 

Natarajan 

Lippincott 

Latest 

2 

63 

Essential Orthopaedics 

Maheswari 


Latest 

2 

(A 

Text Book of Orthopaedics 

Department of Pathology 

John Ebnezar 


Latest 

2 

65 

Robbins pathologic basis of disease 

Cortran 

Elsevier 

Latest 

3 

66 

Text Book of Pathology 

Harshmohan 


Latest 

3 

67 

General and systematic Pathology 

Underwood 


Latest 

3 

68 

Lymphnode biopsy 

Harry loachim 


Latest 

2 

69 

Practical pathology 

Uma Chaturvedi 

Arya Publications 

Latest 

2 

70 

Essentials of surgical pathology 

Department of Paediatrics 

Das Gupta 

NCBA 

Latest 

2 

71 

Paedic knots 

K. E. Elizabeth 

Elsevier 

Latest 

2 

72 

Essential Paediatrics 

O. P. Ghai 


Latest 

5 

73 

Text Book of Paediatrics 

Nelson 


Latest 

2 

74 

Clinical methods in Paediatrics 

Piyush Gupta 


Latest 

2 

75 

Neonatal Surgery 

Meharban Singh 


Latest 

2 

76 

Fundamentals of Paediatrics 

Elizabeth 


Latest 

2 


Department of Pharmacology 





77 

Pharmacology 

H Rang, Dale J 

Ritter. R Flower 

Elsevier 

Latest 

3 

78 

Pharmacology & Pharmacotherapeutics 

R S Stoskar, S D 
Bhandarkar, NN Rege 

Popular Prakasam 

Latest 

3 

79 

Principles of Pharmacology 

HL Sharma & KK 
Sharma 

Paras Publishers 

Latest 

2 

80 

Essentials of medical pharmacology 

K D Thripathi 

Jaypee 

Latest 

5 

81 

Clinical pharmacology 

Bennet & Brown 

Churchill 

Livingstone 

Latest 

2 

82 

Pharmacological basis of therapeutics 

Goodman & Gillman 


Latest 

2 

83 

Basic & Clinical pharmacology 

Bertam G Katsung 

Me Graw Hill 

Latest 

2 




(1) 

(2) 

(3) 

(4) 

(5) 

(6) 


Department of Physical Medici’ne & Rehabilitation 




84 

Macnab’s Backache 

Wong & Transfeldt 




85 

Physical therapy of cerebral palsy 

Millen 




86 

Physiotherapy in pregnancy 

Hiranandani 




87 

Sports medicine secrets 

Mellion 




88 

Geriatric Medicine 

Schrier 

Saunders 



89 

The diabetic foot 

Aristidas, Vevel 
Frank, WL 

Humame Pren, NJ 



90 

Rehabilitation of the Head and Upper 
extremity 

Hunter, Meckin & 
Callahan 

Mosby 



91 

Pain management in rehabilitation 

Monga & Grabois 

Demos Medical 
Publishing, US 



92 

Wound Care 

Clark, Davidson 

Saunders 




Department of Physiology 





93 

Review of Medical Physiology 

William F Ganong 

Lange Medical 
Publication 

Latest 

3 

94 

Physiology 

Robert M Berne, 
Mathew N Levy, 
Bruce M Koeppan, 
Bruce A Stanton 

Mosby 

Latest 

2 

95 

Text Book of medical physiology 

Arthur C Guyton, 
John E Hall 


Latest 

2 

96 

Text book of human physiology 

Sarada 

Subramanyan, K 
Madhavankutty 
revised by HD Singh 

S Chand & Co. Ltd. 

Latest 

2 

97 

Textbook of Physiology (vol. 1 &vol.2) 

A. K. Jain 

Acichal Publishing 
Co., New Delhi 

Latest 

2 

98 

Text Book of Medical Physiology 

N Geetha 


Latest 

3 

99 

Text Book of medical physiology 

lndu Khurana 

Elsevier 

Latest 

2 

100 

Samson Wright’s applied physiolgy 

Cyril A Keele, Eric 

Neil 

Oxford University 
Press 

Latest 

2 

101 

Essentials of Medical physiology 

Shembulingam 


Latest 

3 

102 

Human Physiology 

Chatterjee 


Latest 

2 


Department of Surgery 





103 

Text Book of Surgery 

Cusheri 


Latest 

2 

101 

Manual on Clinical Surgery 

Das 


Latest 

3 

105 

A practical guide to Operative Surgery 

Das 


Latest 

3 

106 

Principles of surgery 

Schwartz’s 


Latest 

2 

107 

Bailey and love short practice of 
surgery 

Bailey and Others 

Elsevier 

Latest 

4 

108 

Essentials of surgery 

Azad 


Latest 

2 

109 

Manipal manual of surgery 

Shenoy 


Latest 

3 

110 

Text Book of Surgery 

Sabiston 


Latest 

1 




(1) 

(2) 

(3) 

(4) 

(5) 

(6) 


Department of Transfusion Medicine 





111 

Platelets 

Alen D Michelson 

Elsevier 



112 

Haematology 

De Gruchy 


Latest 

2 

113 

Practical Haematology 

Dacie and Lewis 


Latest 

2 

114 

Transfusion Medicine 

Jefferey McCullough 

Elsevier 

Latest 

1 

115 

Text Book of Blood Banking and 
transfusion medicine 

Sally V Rudman 

Elsevier 

Latest 

1 


Books for P G Students 





116 

Muscle testing and function 

Kendal 


Latest 

1 

117 

Text book of Histology 

Bailey 


Latest 

1 

118 

William’s Obstetrics 

Cloutier 

Mosby/Elsevier 

Latest 

2 

119 

Novak’s Gynaecology 

Koeppan & Stanton 

Mosby/Elsevier 

Latest 

2 

120 

Shaw’s Text Book of Operative 
Gynaecology 

Blankenship 

Mosby/Elsevier 

Latest 

1 

121 

Cardiac Anatomy 

Andersen R H 

Churchuill 

Livingstone 

Latest 

1 

122 

Stedman’s medical dictionary 



Latest 

1 

123 

Manual of Nephrology 

Robert W Schrier 

Lippincott 

Latest 

1 

124 

Comprehensive Text Book of Psychiatry 

Kaplan &Saddock 


Latest 

1 

125 

Organic Psychiatry 

Leishman 


Latest 

1 

126 

Comprehensive Dermatologic Drug 
Therapy 

Stephen E Wolverton 

Saunders 

Latest 

1 

127 

Handbook of Psychiatry in Palliative 
Medicine 

Harvey Max 
Chochinov 

Oxford University 
Press 

Latest 

1 

128 

Osteoarthritis; Diagnosis and Medical 
Surgical Management 

Moskowitz 

Saunders 

Latest 

1 

129 

Reading EEGs: A Practical Approach 

Greenfiekk Geyer & 
Carney 

Lippincott, Williams 
& Wilkins 

Latest 

1 

130 

Atlas and Text of Thyroid Cytology 
8178552701 

Gita Jayaram 

Arya Publications 

Latest 

1 

131 

The Epilepsies Seizures, Syndromes 
and Management 

CP Panayitopolous 

Bladon Medical 
Publishing 

Latest 

1 


Schedule 

1. The period for which the rates to be in firm— One year. 

2. The rates should be inclusive of all taxes, otherwise tender will be rejected without any notice and free delivery 
at the department concerned. 

3. Advance payments conditions will not be considered. 

4. Tender forms are neither transferable nor the cost of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated pamphlet (wherever necessary) neatly typed. Manuscripts should 
be avoided as far as possible. 

6. Tenders should be accompanied with a formal agreement executed in ' 100 Kerala-non judicial stamp paper 
together with required sum of Earnest Money Deposits. 





7. Earnest Money Deposits (one Percentage) of the total cost of the articles quoted for, can be remitted by way of 
crossed Demand Drafts drawn in favour of the Principal, Government Medical College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest Money Deposit if they had produced the duly attested copies of 
relevant certificate along with their tenders. 

9. Tenders Unsealed, Unsigned or submitted without superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money Deposit will not be entertained. 

11. Belated tenders will not be considered under any circumstances. 

12. For Medicines, Surgicals and Materials, Samples should be submitted along with the tender. Tenders without 
samples will not be considered for selection. 

13. Tenders should bear the signature and full Postal address of the tenderers and witness wherever necessary. 

14. The undersigned reserves the right to reject any tender wholly or partially without any prior information to the 
tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering lowest price whose specification confirm to the requirements in 
the tender notice. 

17. Tender will be opened in the presence of such of the tenderers or his authorized representatives who may present 
at the time. 

18. More details can be had from this office on working hours. 


Govt. Medical College, (Sd.) 

Thiruvananthapuram. Principal. 


No. C2-12956/2012/TDMCA. 


TENDER NOTICE 


1st December 2012. 


Sealed tenders are invited for the supply of following Equipments to Government T. D. Medical College, Alappuzha. 


SI. 

Tender No. and 

Department Cost of tender form 

Last date and 

Last date and 

Date and time 

No. 

Name of 

Equipments 


Original Duplicate 

time of sale 
of tender 

time of receipt 
of tender 

of opening 
of tender 

1 

127/2012—Museum specimens, 
models and charts 

Various 

840 

420 

14-1-2013, 

4 p. m. 

15-1-2013, 
12.30 p. m. 

15-1-2013, 
2.30 p. m. 

2 

128/2012—Bone set 

Anatomy 

1,050 

525 

do. 

do. 

15-1-2013, 

3 p. m. 


Tender should be addressed to the Principal, T. D. Medical College, Alappuzha-688 005. Tender No. and due date 
should be superscribed on each envelope. Late tenders will not be accepted. Tender will be opened at the time and date 
noted against each tender in the presence of such tenderers or their authorized representatives who may be present at 
that time. Intending tenderers may obtain the tender forms from the undersigned on all working days from 10 a. m. to 
4 p. m. Cheques, drafts, postage stamps will not be accepted towards the cost of tender forms. Duplicate tender, if 
required will be issued on additional payments as shown in the schedule. Tender forms is not transferable and the cost 
is not refundable. Tender forms will be supplied to the firm by registered post subject to be a cash payment of ' 50 
in addition as postage charges. Money orders will be accepted only if received within 10 clear working days prior to 
due date for submission of tenders. Further details can be had from the college office during working time. Tender 
should be accompanied by an agreement executed in Kerala Government Stamp Paper worth ' 100 and EMD 1% of the 
total cost of the items tendered. Tenders without EMD will be rejected. 






rarejej.TjjS' aacuiltssxns <3<ft>oeg83l6)£i tulcula) ajlgoui63Bg1(sejces> rarajOJus^aocQ) «noff>s> njocmjcm gnj<ft>(a6m63Bc/3 ojl«jHD6mo 
aru^jcmcnlcDocD)! L^TcracnilojoaS ajtoajij odirieiormjcfcc/S c&^sml^jjfflc&oggjcmj. 


3(3^eiocm mcniojo 

oilgouio Bdi^eiocro (jciooocarrolfflaji cnlei 

3(8<^eiocm encooo 

3c8«£iocro csanooo 

3c3'^ejocrujc93a3 

(oaii(3 gDcnailajoaijo 


ailtsSceffljcm 

(mflcfcffllcoffljcm 

(5ypd%)2CTD 



CSTdOJCTDOCD 

(mcncroocn 

CSTdOJCTDOCD 


(SYdTlIftS oJc 9 d( 3 o _1 

(TO aJ 

©llOOXOtojo 


(mlcsxnilcffljo 



arOfflQ^QJ^o 

crofflcryaj^o 

CTD(2KX3)OJ^O 


1 127/2012 -ffl_|,2Cnjl(!Q)633a3cS6) 

csiajcnc/a^aocoj (SffloajDejj<ft>c/3, 
njO(3§j<ft>u3 ffljoieiocfficu 

ailoiluio 

840 

420 

14-1-2013, 

4 (26ml 

15-1-2013, 

12.30 (26nfl 

15-1-2013, 

2.30 (26ml. 

2 128/2012 - <J6nj06n3 6Krub 

/ O 

cmacno§ffl1 

1,050 

525 

si 

si 

15-1-2013, 

3 26TT)1. 


3(8(iejoarujcft,a3 gggscosio s> ->j cjm ot> cft>aio1cnj njjoRSTro 3(5 ^gjo<tu cncni(3, spcnciilcufflo a®cm1<u csffl6u s)o_| sjtmml 
(.ru1a3cniln_|oa3, sl.axTI. 6)aaju1<flfi)o8 Ga>oeg83, raraiejnjjip-ess 005 a®cm culejocruRsrrolcnS raracoxrsGceosnecfnocajjcmj. ffl6KUca>1c9ffll§jcm 

3 ^nejocrujc 9 >a 3 croj“lcft>ra 1 c 96 ) 2 cm«j>ej. B( 3 neiocm 2 cft>c /3 mj<feglKs8 fflcftosjrorailffllcoffljcm ©ilcsHmlo&gleijo cruffl<i 2 ) 63 Bg 1 ejjo orua( 3 ijjlc 96 )jar) 
ajraj6)S(S(r»o cmacutS mlecraocnlcoojcm (.nJcmlcnlajliMjfflsecmo cmocmlau^rarailraS raijOcKijcmcmasm. 

3(3<^ejocruj<a,a3 630aDlcru cruatsKrortn aDltSglrads oileicmcBS) fflacuilcaoraS e<s>oegs30ci£i1cnjlKs3 crilcmjo ajOMBoaijcmsjiosm. 6 inj< 0 S>, 
LODOaCO, cruoaii ncncmlai B«S<i£iocnjlfflcr3 ailejccsocml cro/)<ft>(a1<fls>icm«5iej. o(3<^ejocruica.c^ 6)fflta>aooo 6 )h_k5»oo 3 njoslei. oilej (wlolocai 
ejel c9S)j cm cmjffl ej. gdi^eio cruj <&>vb ®> nj 0 efl ra3 eigl ceaj <uoa3 (m,icn nol <as>] cm cnc3 gca^ocmlfflci^ culejcsasooso^o 

iijO(3ffi£3om)l ' 50 ta.js1 msmlcscfflo^ajDOOcrsI (3TdcQ)CQ)e<flS)sngOT)06m. 3(3>^ejocTOjcft)a3 cmilc&olcasijcm raracucroocn Blaicrucaimlcf) 10 (.nJcutSraiwl 
BlajcrussBaScOffljffljcnj cftflgjam a6m1 fflocBcuiojcSjoS ao(.(0)C8m cmj1ca.ra1c9S)2ca>cc»2ggj. cruotsaanlca. ailaaB0oc/a63i3u3 BcS^ocnilcsmosisoajo 
ejg1c9S)jcmano6m. BdS'ieiocru croffl^ltesijecnjooS ' 100 - 610 $ ajtB<T-|L®)«5railK53 cruam®)nj(.«s)(Ujo cft>jo§j ffl^cgijam rarajOca. culejdsjffls araj 
aDcmaocno cuajcm (mi&w&S) (.njIc^cnilnjoglffloS csrualraS o®sjc3rro1§jgg cuflaoqft' (cmoacego auntocnlGcMdoj cnx3§la£fl<flS)(Bgo cnlo®) 
LBai^mooofl ana<3iTjlGc9®6re(OT06m. cruma®nj^cniujo cnlooHBaj^aijo rarascosio 6)nj^oraim B(3^ejocrojca>a3 cn 1 «cm 1 <fl 6 > 2 cm 

(WOCQllffllcOfflJo. 

Govt. T. D. Medical College, (Sd.) 

Alappuzha. Principal. 


TENDER EXTENSION NOTICE 

No. A2-1985/2012/ICHG 17th December 2012. 

Sealed tenders are invited form authorized suppliers 
for the supply of the following items for the use in 
Institute of Child Health and Children's Hospital. The 
tenders should be superscribed Tender 
No. and date and addressed to the Superintendent, 
Institute of Child Health and children's Hospital, 
Gandhinagar, Kottayam. 

Tender No., Item and Qty.—A2-1985(c)/2012, LED 
Phototherapy—4 Nos. 

Approx. Cost—' 2,00,000. 

Cost of tender form : 

Original— ' 420. 

EMD—1%. 

Last date and time for sale of tender form— 

14- 1-2013, 3 p. m. 

Date and time of receipt of tender form— 

15- 1-2013, 1 p. m. 

Date and time of opening of tender— 
15-1-2013, 2 p. m. 


Detailed specification of the above items can be had 
from this office on all working days. 

All other Govt, rules regarding tender are applicable 
to this tender also. 

Gc 9 jO§CQ>o 6)2 )Cu 51 c 86)K58 Q<a>0(8gSSlffl£l <&>3§1<ft>gJ6)S «%C/DJoJL(m1 
cq)1 csejces) o$cft>QBa8o ' 2 ejtMdcmrolcn otiosmp njocmjcm 

gnJca.ffl6mo aj063rajcmra)1cn ajismo 6)nja»«j> Bc3™£jocro2<ft>c/3 
c9iii6m1c3ffljcmj. 

( 3 ( 3 d£jocro cncruojo gxrxujo raragcnjo—A2-1985(c)/2012, 
LED Phototherapy—4 n®6mo. 

raras&coS ©ij a ,—' 2 , 00 , 000 . 

BtS^ejocm csnnooRSTrolocia oilei: 
raracruraS—' 420 

CTO 

mlfflcmtBcu^o—1 %. 

Bfjciejocru GaDooo aj1«s3c0fi)jcm raraaicmocn ©y’lcnxtrilcffijo 
cmacfficujo—14-1-2013, 3 asm! 

oc8<ieiocru csnnooo cmi“l<ft,ca1c9S)jcm (maaicmom anloaxstojo 
croacaciijo—15-1-2013, 1 asm! 

B(3^eiocnj cmjocssijcm ©ytorailoQijo cmacoxiijo—15-1-2013, 
2 ffl6ml. 






6)S6n§(3 rarastsoo Dnjcasj) <&>cuo1cid njjoroim 6)S6nedi 
cnamcS, <tuj“1c&> ol teejcm (mlcrntml a^cmltu cu^com aocral 
efflsijffl^sjamnlcQiloltSOSTTDo. 6)S6n§c8 Gacooo a^wjcmlfflcftiOsjcSOjanD 
(3iacsnJc9i9dCQ)lRs3 <TU](nJ6n3ls>n3 carajanlcnilraS nJ6TDo rasjcSsitooraS 
njca>«53 ffljcmjasTDl ojs) 0 ejelcSOjanDcroosm. stuJcK), (onoacig 
ajcmejocrscu cruj°lcft.0lc9S)jam«5>ej. ff>S6n§(3 nj^sroaocsaso 
eocn1ca>aoGcr»o aja3oa>j(3 cmaoltnilnj cfcjsosKiS) ODl0(Tu1c0S)j(Uoa3 
cn)2(.njsn§1cD C3raa)lc9>o0ffljsne. 

flssreolocn cruoCTU cru)1^| caqsjcmraS ail cu a &m ui 
cru]t.njsn§1ffla| (majanlmilroS cnlcrnjo c3raolco>o(UjanDc(r)06nD. 

Institute of Child Health and 
Children's Hospital, 

Medical College, (Sd.) 

Gandhi Nagar, Kottayam-36. Superintendent. 


TENDER NOTICE 

No. C1-3629/2012/MCTCR. 10th December 2012. 

Sealed competitive tenders in the prescribed forms 
are invited for the supply of following items required for 
Medical College, Thrissur as per the schedule noted 
against each tender. 


SI. 

No. 

Tender No. and 

Name of the Equipment 

Name of 
Department 

(1) 

(2) 

(3) 

1 

53/2012-13/MCTCR-Optical 
Laryngoscope (1 No.) 

Neurosurgery 

2 

54/2012-13/MCTCR-Emergency 
Trauma Care (3 Nos.) 

do. 

3 

55/2012-13/MCTCR-Recorder for 
existing holter monitor (1 No.) 

Cardiology 

4 

56/2012-13/MCTCR- 
Stretcher Trolley (3 Nos.) 

Anatomy 

5 

57/2012-13/MCTCR-Electrolite 
Analyser 

Psychiatry 

6 

58/2012-13/MCTCR- 
Document Camera (1 No.) 

Anatomy 

7 

59/2012-13/MCTCR- 
Digital Kymograph (1 No.) 

Pharmacology 

8 

60/2012-13/MCTCR-Non-Digital 
Kymograph (4 Nos.) 

Pharmacology 

9 

61/2012-13/MCTCR-Digital Cook’s 
pole climbing apparatus (INo.) 

do. 

10 

62/2012-13/MCTCR-Rota Rod 
apparatus 

do. 

11 

63/2012-13/MCTCR-Digital 
analgesiometer (1 No.) 

do. 

12 

64/2012-13/MCTCR-Photo 
acto meter (1 No.) 

do. 


( 1 ) ( 2 ) 


(3) 


13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 


65/2012-13/MCTCR-Electro 

Covulsiometer (1 No.) Pharmacology 

66/2012-13/MCTCR- 

Electronic balance (1 No.) do. 

67/2012-13/MCTCR- 

Bronchoscope (1 No.) Paediatric Surgery 

68/2012-13/MCTCR-Paediatric 
cryostoscope and 

Telescope (1 No.) do. 

69/2012-13/MCTCR- 

Micromotor (1 No.) ENT 

70/2012-13/MCTCR-Hopkins 

Telescope 15 degree (1 No.) do. 

71/2012-13/MCTCR-Kanter Berci rigid 
Laryngoscope for video laryngoscopy 
(Adolescent) do. 

72/2012-13/MCTCR-Kanter Berci rigid 
Laryngoscope for video lary goscopy 
(Adult) do. 

74/2012-13/MCTCR-Refrigerator 

(2 Nos.) O & G 

75/2012-13/MCTCR-Low temperature 
Laboratory freezer Biochemistry 

76/2012-13/MCTCR-Electric heater 

or coil stove do. 


77/2012-13/MCTCR- 
Multichannel pipette 

78/2012-13/MCTCR-Research 
Microscope 

79/2012-13/MCTCR-S tudents 
Binocular Microscope 

80/2012-13/MCTCR-S lice 
Filing cabinets 


Microbiology 


Pathology 

do. 

do. 


81/2012-13/MCTCR-Rebound 

tonometer Ophthalmology 

82/2012-13/MCTCR-Synaptophone do. 

83/2012-13/MCTCR-Tonopen do. 

84/2012-13/MCTCR-Direct 
Opthalmoscope do. 

85/2012-13/MCTCR-Breast implants 

(4 Nos.) Plastic Surgery 


Cost of tender form : 

Original—' 420 for SI. Nos. 1 to 3, 5, 8, 16 to 20, 
22 to 32 and ' 315 for others. 

Duplicate—' 210 for SI. Nos. 1 to 3, 5, 8, 16 to 20, 
22 to 32 and ' 158 for others. 









( 2 ) 


(3) 


Closing of tender sale by M. O.—5-1-2013, 4 p.m. 

Closing of tender sale by cash—14-1-2013, 4 p.m. 

Last date and time for receipt of sealed tenders — 
15-1-2013, 1 p. m. 

Opening date and time—15-1-2013, 2 p.m. to 4 p. m. 

The tender forms and further details such as 
specification and general conditions etc. can be had from 
the Office of the Principal, Govt. Medical College, 
Thrissur. Those who wish to get tender form by post 
should send ' 50 extra by Money Order towards 

postage for each tender. 

(tn^uajcS 6)i2(uilc0ffl(a8 G<ft>0Ggs3l®ej ciilailcD cujlijjocSgaaagj 
<ft>gleejc0S) (3T3)CU03^2)0<S2> (TOOffltP aJOQQJJCm g nJ cft> (0 6TD 63B C(3 
cu1(m«6TT)o 6>n_i<gjcmraflcn mrarufflcrujeoajajgg mjcracu-aj 
3^>^ejo<Tujca.c^ ®)06MP 6)ca>osj«5TOTlralc0S)jcm njg1ca> (.f-itaiOfflo 
cMJ6m1n-|iS)ift>033]aD]. 


L<&)(2 

cn cm (3 

cncmc^o 

^oJc03(D6TTXQTO)l0O^ GoJCD^O 

aiil(T_|oc3gfflaa^ 

( 1 ) 

( 2 ) 

(3) 

1 

53 / 2012 - 13 /MCTCR— anJriltesHoS 
eioaleBjOonjecSjOo] (1 n^srno) 

aoyGoo cnxSssol 

2 

54 / 2012 - 13 /MCTCR— a®2(3sja3cnjl 
(BISOffl 6)&>W(5 (3 n{j)6rOo) 

” 

3 

55/2012-13/MCTCR— OlGd3S)0(3cU)(3 
GaiiocS ng)Acn51arulsra Gcinoc/5gc3 
<M06TT)lgc8 (1 tig)smo) 

cft.O(3cujlGCQ)OgS3l 

4 

56/2012-13/MCTCR— CTU(S^|(3 G(S0g1 
(3 a^STOo) 

rareaoogal 

5 

57/2012-13 /MCTCR— 6 D£ 1 c£bG(S 0 S> 6 >£ig 
(3Tdcnff)6)eifnx3 

filGKTUcftptSl 

6 

58/2012-13 /MCTCR—CCLUOcOSIJffHZia^' 
< 0,^0120 (1 O 06 rn°) 

rarecoogal 

7 

59 / 2012 - 13 /MCTCR—ajuleflgraS 
6)6)<a><MOLlOOa£) (l tif)6TT)o) 

a£)Oc3(ZlGc9S)Ogg3l 

8 

60 / 2012-13 /MCTCR—cn6n3-arfle3lg(a3 

6)6)<ft>G20tC00n£> (4 r4)6TTDo) 

” 

9 

61 / 2012 - 13 /MCTCR—ODlsIgraS 

cfejcefflcruGnJoaS ff)6i<fe0Qjl6T3 raidiT-pog 
(1 a®mo) 

” 

10 

62/2012-13 /MCTCR— 6O0§0 GOOOJO 

cgrdojooocm 

all O 

” 

11 

63 / 2012-13 /MCTCR— cuilgsloraS 
(3TdcnoR53s1milGco>oa°lg(3 (1 a®6mo) 

” 

12 

64 / 2012-13 /MCTCR —GnTlOGgO 
(3T3)cebGgOffllgc3 (1 n®6TT)o) 

” 

13 

65/2012-13 /MCTCR— ggeicfeGlSO 

GAOdijasSmilGcojo a°lg(3 (1 ng)6mo) 

” 


(i) 


14 


15 


16 


17 


18 


19 


20 


21 


22 


23 


24 


25 


26 


27 


28 


29 


30 


31 


32 


66/2012-13/MCTCR— 6Dejd£(SlS06nDlc£b a£lOc3(Z)Gc96)Oge3l 
siuoeiaflcru (i ng)6roo) 


67 / 2012-13 /MCTCR— ajlOJDlcffiOLSlc& 

(SL6ni06n3(Bca)0(Tueca>0nj (i ajsmo) cnxSssol 

68/2012-13 /MCTCR— njlajbl<I»0(.Slce8 ,, 

t.eft)G(S)0(Bomocnj(Soa>Ooj & 

6)sejcrue<a)0nj (i n^smo) 


69 / 2012-13 /MCTCR— 6g.n<J)a8.Sl 

6)ff)fflGt<ft>OG[ZlOGgOc3 (3 n®6TT7o) 

70/2012-13/MCTCR— (SrLO0oJca>1a3(TU ,, 

6)Sej(TUec830nJ 15 01)1(071 (l n3)6mo) 

71 / 2012-13 /MCTCR— c&>ocr§(3 G6mip<Tul „ 

oIesIoju eioffllaSdcnocrucBcaiOry (SoOO(3 
o/lcuilGcmo eioffllaSGcnomjcscejOijII 
(Adolescent) 

72/2012-13/MCTCR— cft>0C$c8 (S6nj»(TUl 
olsslcu) eio(olo3(scr)ooru(Bcft)Oaj csnnocS 
(ulajDlecffio ejofflln^tBcnocrucscft.OiTjl 
(Adult) 

74/2012-13/MCTCR— 6>0(.ci£)lg3G0g(3 63 & Kll 

(2 r#]T)o) 

75 / 2012-13 /MCTCR—Geio osanjGOijc3 snjcstsDOfflcftalcnjLsl 
£iG6iuoogol (nTd<Tuc3 


76/2012-13/MCTCR— gD£1<fc(Slca; ,, 

r^ocB/Gc&ocoflraiS outo 

77/2012-13/MCTCR— 6)612Gl<a>0 

(ZKOSgl nJOOORlS njlryg 6TUGOQ>OgSSl 

78/2012-13/MCTCR— nJGG51OTOgg3l 

olmx3n] 6)6ifflGi<ft>oanje<ft,Onj 

79/2012-13/MCTCR— ,, 

trujcuxT^CTij 6)ff>6njecno<es>2eK3 
6)6>aG(cai0cn)Gc&>0nj 


80/2012-13/MCTCR— „ 

6)ffloruojD acicmeilocn c&> 06 nilcnbcru 

6V O 

81/2012-13/MCTCR— 30ciO(TO0ra3(Sl20gSjl 

ol6njT)sne cssocssmoalotS 

O 


82/2012-13/MCTCR— 
milcnorueoocsaCosnS 

o 


83/2012-13/MCTCR— 
GSOG6TT>OfflnJ03 


84/2012-13/MCTCR— ,, 

clu<s 2 )Oc&s aoabtrooroSeffloonjGcfcOoj 

85 / 2012 - 13 /MCTCR— (jjoorultfe cnxSssol 

6it.6nj(Tu gDonJoa^cri) (2 n®mo) 








adS^ejocru Ganoo(OT5)l6>ajS oiler 

caremxoS— (.<a>fflcncnj(3 i 23(5x58 3 (U6)(3 qc»jo 5, 8, 16 
23(5x58 20 ruafflcmjo 22 23(5x58 32 016x502)30 ' 420, 

aojggajcfficsffl ' 315. 

—(_ca><afT^cnjc3 1 23(5x58 3 016x502)30, 5, 8, 16 
23(5x58 20 016x502)30 22 23(5x58 32 016x502)30 ' 210, 

agjggnjcfficeffl ' 158. 

( 3 ( 3 ^ejocru eacooo ( 5 >ojoei 1(53 ejelceojcm rareojaruoaD 
cmlcffiirolcffijo 012202)0130—5-1-2013, 4 26ml. 

( 3 ^<^ejO(TU GaOOOo oil( 58 o_|m C 3 T 3 niCrU 0 (rilceS)Jcm aS)°lcffi« 5 ) 1 CQ)Jo 
012202 ) 0130 — 14-1-2013, 4 26 rr> 1 . 

(3(3aeiocru GaDooo eie 1 (Sc 06 ) 6 ng (31501012002 (mltaanlcajo 
01220220130 — 15-1-2013, 1 asml. 

a (3 <iei 0012 300. c /3 (mjOteffljcrr) (52 1 02) ( 5 ) 1 02)30 012202)0130— 
15-1-2013, 2 a6ml 23(5x58 4 26 m 1 oi 6 >( 5 . 

a ( 3 ‘‘>ei o ou Cnnoo 63 i 3 gjo e&qsjatxsS oiloi (5 63 Bg 3 o 
(.oilaScnilajoc/S, aacuil^oS Gcft>ocBg 83 , (5)3053(8, 0^)0. gfl. ca>ooj 
680 695-«53 cnlcmjo eje^aosm. BaS^eioai) (Sonooo ( 5 >nJoei 1(53 
raraiOias^jggoidS ' 50 cmnJoraS modest raracjDlcfljaotal aoaao 
adS^eioonlcnjo a 6 rril(Bcao«Scux 3 rarajcal ( 3 racataec 9 S)srec 5 ) 06 rn. 

Government Medical College, (Sd.) 

Thrissur. Principal. 

RE-TENDER NOTICE 

No. S2/8408/2012/MCC. 23rd November 2012. 

Sealed competitive tenders in the prescribed form are 
invited from the manufacturers or authorized dealers for 
the supply of Diagnostic Kit Reagent to Government 
Medical College, Kozhikode. The tender forms and details 
can be obtained from the Office of the Principal, 
Government Medical College, Kozhikode on payment of 
tender cost. Tender should be superscribed with tender 
No. and addressed to the Principal, Government Medical 
College, Kozhikode. Belated tenders will not be accepted. 

Each tender should be submitted along with an 
agreement signed and executed in Kerala Stamp Paper 
worth ' 100 and EMD @ 1% of the total cost of the item 
tendered for. Stamp Paper will be supplied to the firm 
outside Kerala on request along with remittance of 150 
by Money Order in favour of the Principal, Government 
Medical College, Kozhikode. Specimen copy of the tender 
annexed with the tender form. Rates should be quoted 
in Indian Rupees only. All the taxes applicable to be 
clearly mentioned. Freight, insurance, loading, unloading, 
erection and commission charges and installation charges 
should be done by the tenderer. 

The tender without required earnest money deposit, 
agreement and not satisfying other tender specifications 
are liable to be rejected without further notice. Duplicate 
copy of tender form can be obtained on payment of cost. 
The tenders will be opened in the presence of tenderers 
or their authorized representatives as scheduled. 


Demonstration, if required, should be provided by the 
firm at their on expense. Further details can be had from 
the Office of the Principal, Government Medical College, 
Kozhikode during working hours. 

Superscription—Tender No. S2/8412/2012/MCC due 
on 10-1-2013 at 11.30 a.m. 

Cost of tender form: 

Original—' 612. 

By post—' 652. 

Duplicate—' 306. 

Last date and time of sale of tender form—8-1-2013, 
3 p.m. 

Due date and time for receipt of tender—9-1-2013, 

3.30 p.m. 

Date and time for opening of tender—10-1-2013, 

11.30 a.m. 

Last date for receipt of Money Order and request for 
tender form by post—30-12-2012, 3 p.m. 

Date up to which the rates are to be firm— 
31-3-2013. 

Address from whom the tender form and to whom 
the tender is to be submitted—The Principal, Medical 
College, Kozhikode, Kerala-673 008. 

e<a>o(pieces)os 0201 6x36)20^ 6)2cu2l<e6)(53 Gca.0(Bg£3l6)ej 
6)ffl2KS(.<a>06T11(8CO)Og8Sl (111 lg 0 CD (515)1 G £1 <M (515)01053 2 0 02 ) 

CU2O2)GOT>0 Oulc* oil(5)(56TT>o 6 ) nJ OJ 3 (ID 85)1 G £1 d36) 

mlcSmaotroocBOglroSoDlanDjo raraocolcft^aj) aj1(5)(56rnc06)O(5l(53(T)1am3o 
2j(.floi^| 2 m 2 (5 o si one 002 ( 5152 ) era 9 fl(3^ejoa\)jca>a3 cMdsml^p 

6)cfti099KTD1. 

3(3^0 012 J c0>o3 o<J) 012 2 / 8 4 12 / 12 / ci^j) o 00)1 0121 a® am 
Q26)eiS>JCB«5roiOSJcft,JSl oGla3(TUl<jpo3, 0)016036)20$“ 6)2CU2ld06X53 
Gcft>0GgK!, Gd0>OS>lGc06)OS, Gc0j(5g-673 008 n^OD Oilei0012(5r5)1(53 

( 3 Tdc®c®(S(flfflsn§OT)osrn. 8 - 1 - 2013 -ab 6 ) 6 >ojca> 3 Gam< 5 o 3 2 sm 1 c 9 S)j 
Gusoiio ejglcMjano 3 ( 3^0 0123 cft>o3 cruj“l<ft> ral 08623 am an ei. 
Bc3neiocru;j<ft)C/3 10 - 1 - 2013 -ab ooailoej 11 . 30 -ab adS^eioooq 
ca>o(56)o$G02)o (3TdoO)1<ft>i,(5) a®830$l6)o$GO»o 0120 ami ram, (515)1(53 
(0)^ O 6) (T-j o. 

adl^eioaru Goeoo63i3a3 g <ft> 0 (pi a tea 0 s o)oi 6 ri 36 ) 2 a 3 “ 
6) 2 an!€06X53 Gc&OGgss (n-ilo 3 oi 2 ln ; |ogl 6 >a 3 630ran1am1(53m1<rnjo 

8-1-2013, 3 26im1ajff)ffl csmol^o 30-12-2012, 3 26Tm1d06> 2 J 0 DJ 
26TT)1G02)C2(3CU2(3 (3T3(D)(!fflc06)jamoJc0i33o fflgflarUGlSOJDJo (5>nJ0(53 
2366110202)30 eie < i| 206 rn. acS^etoam Gnnoo63Bgj6)s oileio 2 )oo 2)1 
26rT)lG02)0(3(U2(3 63>pl6)c0> 6)nJc06), (OTOciCD, GnJOOUfflS O120O2J 

2 j«nejo®(u orojItfcolcesijcrntOTej. adi^eiofli) Gaooo63i3o8 
6 )fflc 0 > 2 ogo 6 )hjojoo 3 ruosjggtmej. 

G(3>^ejoanj Gaoooraisftoo^ oiler 

soleflmraS—' 612 . 

ODUojlGc06)6-' 306. 

Os 6 \) o 

(5>oJ0(53 2JG6U0D-' 652. 


ioo ojlejoffijgg cstfeog sij(.ra<->j otrdTco 3 mloa/lan 
aoffli^cOjdolejjgg crui2i2i8j)nJL«s)o 1 % mlraaniBau^csaMiosjcO^sl 
ratS^ejocnilfflci^ &>ias cru(2K3(jjlcs<flS)6ne«J)06nD. ojlejcft>c/3 gDcra^aa 
rajnj cq)1«s3 go6uO nj sj erarro6n§ «no6nD. BaS^eiocru csacooo 

616)<S>2)Ogo 6)nJCg>OCn) nJ0SJgg(3)ej. raT^mcre^ijJSJOmoJdMdo 

(.ojaj(3«simcnc9iiii2Kro ojraleeraoculteojcmrailmocs/l gnJca>®6mo 

aD 08 Sffl 0 (S(SS) 6 ne 8 S) 06 rD. nJ6TDo rareSQffi<fl6)2CmnJcMdo CU)^nilCS<flS)g 
BRS^ejocru Go£ioo63b« 3 ejeltMjaTxmosrn. 

ml6ru cru) on &,vb ruoe/l <bs> 0n_| soRsrm BaS^eio cruj <ft>c/3 
ajcmolcoilijjjo cftjsoffKm ml ra mil ss> jam two 6m. 
cft)JSJ85)R53 Qil<U®6313C/3 aOnfilmflCOBaflcmjo tp-l<UG5®TO)l 

Blrucru63T3glK53 ejelceffljememosrn. 

Office of the Govt. Medical College, (Sd.) 

Kozhikode. Principal. 


6>S6nec3 ecioooo ailasiicoajcm rarecnamom (mltDJfflilasjo 

cruacQ)(ujo—14-1-2013, 3 216ml. 

6)S6n3c3 cft)l(s§6n3 raretuaruom anloaanlcrajo cru2icQ>aijo— 

15-1-2013, 5 216ml 

6 )S6ns^ 6ioJOg1c9S)jcm raftoantojo crumcoxiijo—16-1-2013, 
12 216ml. 

tnJO6mm^a5Tmleil®1eBc06)6ng rail0®rail —31-5-2013. 

6)S6n§(3 etioooo tSjlgjcmraijo njjralnjl^ raradscfficstssisngraij 
ao<i» oileiocruo—crujLn-isni, 6>2icu>l<06)ra8 (Bcftioegss rarejtrajoJirail, 

Qtft)0(pl(Jc9S)0S. 

Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 


RE-TENDER NOTICE 

No. S1/9711/2012. 26th November 2012. 

Sealed tenders in the prescribed proforma are invited 
for the supply of the following items to Medical College 
Hospital, Kozhikode-8. 

Temperature Recorder with Battery Back up— 5 Nos. 

Superscription Tender Number should be specifically 
noted as—S1/9711/2012. 

Estimate Cost—' 40,000. 

EMD—1%. 

Cost of tender form—(Cash only/Money Order)— 
' 341 + ST. 

Date and time of close of sale of tender forms— 
14-1-2013, 3 p.m. 

Date and time for receipt of tender—15-1-2013, 
5 p.m. 

Date and time for opening of tender—16-1-2013, 
12 Noon. 

Date upto which rates are to be firms—31-5-2013. 

Address of officer from whom tender forms are to be 
obtained and whom tenders are to be sent— 
The Superintendent, Medical College Hospital, Calicut. 

CBcftiOiplcscSfflos s>2Ku51(96)ra8 e<&>oegs3 C3i5)(/8jnj(.ra)l(n)lcseit9ra 
ra> 06 MP njo emeu o/lra>ffl6mo cm railon mlasulrai 

enOoorarailraS crulraS 6 )hjqq>®) 6)S6neojoa,c/3 cMdsml^jac&oggjamj. 

6TU0OO1 6TU0c96) ratdaj ggg 6>SC1QJ(S0^JC3 Olc86)0(3cU)(3- 

5 nj)mo. 

6iS6ng(3 rare cokes <es) jam tftcuolmjgglraS e>S6TtsS mani(3 
aUjtMMCKral tft.06m1ijl®1ec96)6rera)06m—mania) o£)au/97ii/20i2. 

raresa>ra3 ra> 2 <ft>—' 40 , 000 . 

mlrarai (Banjo— 1 %. 

6)S6nsol6)a|i ailei (sn<£bcrusc9®o)—' 341 . 



